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<. sk w reviewed your afisors®d*» end attachment 

eFm »- ail regulated drug* be reported on 
We do not concur that etoMM tojttaer 
«• reonjLred. We fwnl BOB pro^ia*« 

S SKTstaff i* U Jb. pr^ea ot 

io b« control!**, auu.^ 
ifS,^bSTto ill i»«Ue*io«. 
tattefriOU. enhance the guidance «mtslT»a in ■■■■ 
Yx—nt regulations concerning stock recording procedu 

are deeeed adequate. 

2 Ths aasoly Division vill take steps necessary to 
the S^CrtUo,! in <mc» 1 “^ n f ’*?" *£, to 
MUmI Staff determine* thet epeeified dme it«» «• to 
he considered regulated. 
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